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Inspection Detail 

Case Status: CLOSED 

Inspection: 881684.015 - Caterpillar Global Mining Lie 


Inspection Information - Office: Fairview Heights 

Nr: 881684.015 Report ID: 0524530 Open Date: 02/12/2013 

Caterpillar Global Mining Lie 
9580 State Route 13 West 
Carrier Mills, IL 62917 
SIC: 

NAICS: 333131/Mining Machinery and Equipment Manufacturing 
Mailing: 9580 State Route 13 West, Carrier Mills, IL 62917 


Union Status: Nonunion 


Inspection Type: 

Referral 



Scope: 

Partial 

Advanced Notice: 

N 

Ownership: 

Private 



Safety/Health: 

Safety 

Close Conference: 

02/12/2013 



Close Case: 

09/10/2013 

Related Activity: 

Type 

ID 

Safety 


Referral 

796312 

Yes 


Health 


Case Status: CLOSED 


Violation Summary 


Serious 

Willful 

Repeat 

Other 

Unclass 

Total 

Initial Violations 

1 





1 

Current Violations 

1 





1 

Initial Penalty 

$7,000 

$0 

$0 

$0 

$0 

$7,000 

Current Penalty 

$7,000 

$0 

$0 

$0 

$0 

$7,000 

FTA Amount 

$0 

$0 

$0 

$0 

$0 

$0 


Violation Items 

# 

ID 

Type 

Standard 

Issuance Abate 

Curr$ 

Init$ 

Fta$ Contest LastEvent 

1 . 

01001 

Serious 

19100107 E09 

08/07/2013 08/13/2013 

$7,000 

$7,000 

$0 Z- Issued 
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